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SHADOWBROOK  Jesuit,  Novitiate  of  Saint  Stanis- 
laus Kostka,  in  Lenox  and  Stockbridge,  Massa- 
chusetts. Tile  statue  of  Saint  Stanislaus  is  of  whit- 
est Carrara  Marble,  the  great  cross  is  gold- 
anodized  aluminum,  and  the  smaller  cross  high  on 
the  tip  of  the  fleche  rises  one  hundred  feet  above 
the  flowers. 
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